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we had removed the boards from the little window we
could hardly recognise them.

They had heard nothing from the outer world for two
months. Except for two excursions to the bath they had

spent all their time in this cell.

One was so weak with dysentery that he could hardly
drag himself to his feet. The other had fever. Both were in

rags, unshaved, bewildered by our arrival